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Message Text 


UNCLASSIFIED 

PAGE 01 LONDON 12306 111333Z 

51 

ACTION COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 OES-05 /025 W 

026386 

R 111323Z AUG 75 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC 3673 
INFO AMEMBASSY MADRID 
AMCONSUL BARCELONA 
AMCONSUL BILBOA 

UNCLAS LONDON 12306 

E.O. 11652: N/A 
TAGS: BEXP, SP 

SUBJ: PROPOSED TECHNICAL SALES SEMINAR ON ENERGY 
SYSTEMS (NOTAL) 

REF: (A) STATE 173978; (B) LONDON 10808; (C) 

MADRID 5390. 

1. WILL REPORT GOULDEN'S REACTION TO TECHNICAL SALES 
SEMINAR PROPOSAL WHEN HE RETURNS TO LONDON OFFICE NEXT 
WEEK. 

2. IN INTERIM, PLEASE REPEAT REFTEL (A) TO LONDON TO 
PROVIDE DETAILS OF PROPOSAL. 

3. REFTEL (B) SUGGESTED GOULDEN VISIT TO SPAIN AND 
ITALY BE DELAYED UNTIL SEPTEMBER DUE SUMMER EXODUS 
PROBLEM. WOULD THIS AFFECT SUBJECT PROPOSAL? 


UNCLASSIFIED 
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Executive Order: N/A 

Errors: N/A 
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From: LONDON 
Handling Restrictions: n/a 
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ISecure: 1 
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Locator: TEXT ON-LINE, ON MICROFILM 
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Original Handling Restrictions: n/a 
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